The 70RKT0WNE HOTEL - York, Pa. 

275 MODERN ROOMS WITH BATH - GARAGE ATTACHED 
ONE OF PENNSYLVANIA'S BETTER HOTELS 
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THE YORKTOWNE HOTEL 


YORK, PA. 



DIRECTION AMERICAN HOTEL CORPORATION 


